Director  Reports  on  Alumnae 
Fund  Drive  for  1965 


Miss  Sandra  Edelman,  Director  of  Alum- 
nae Relations,  is  pictured  in  her  office 
in  Marian  Center. 


I wish  to  express,  on  behalf  of  the  faculty  and  ad- 
ministration of  the  college,  our  deep  appreciation  for 
your  contributions  during  1965.  While  alumnae  fund 
gifts  were  received  from  12%  of  you,  more  than  25% 
were  active  supporters  through  service  and  interest — 
and  33%  of  those  with  whom  I had  the  pleasure  of 
talking  during  the  past  several  weeks  responded  to 
our  request  for  gifts. 

During  1965,  219  alumnae  contributed  $3,800,  rep- 
resenting a small  net  gain  over  contributions  in  1964. 
The  average  size  gift  was  $17.00,  and  average  class 
participation  was  16%.  More  of  you  contributed  for 
the  first  time  than  ever  before,  with  the  exception  of 
the  first  fund  drive  in  1960. 

Alumnae  support  is  vital  to  the  growth  of  Avila  and 
is  an  integral  part  of  its  progress.  An  analysis  prepared 
by  the  Board  of  Councilors  shows  that  operating  ex- 
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Dr.  C Kermil  Phelps,  center,  is  pictured 
above  at  Key  Ceremony,  December  12, 
when  he  received  the  Avila  Medal  for 
distinguished  service  to  the  college  and 
the  community.  With  Dr.  Phelps  are 
Sister  Olive  Louise,  Avila  president,  on 
the  left,  and  Mr.  Alfred  Blasco,  Chair- 
man of  the  Board  of  Councilors,  on  the 
right.  Dr.  Phelps,  a Kansas  City  psy- 
chologist, is  director  of  psychology  ser- 
vices at  Veterans  Administration  Hospi- 
tal and  advises  area  colleges  in  student 
counseling  services. 


1919 


GIFTS  TO  THE  1965  ALUMNAE  FUND 


Helen  Stewart  Glynn 

1920 

Ruth  Flater 

Helen  Walsh  Bannister 

1921 

Anne  Stewart* 

1922 

Jewell  Wilson  Herrick 

1924 

Anna  May  Hogan  Smith* 

Mary  Lee  O’Brien 
Annadele  Riley 

1925 

Willie  Mae  Brown  Stuckey 
Katherine  Dierks  Hodes 
Maureen  Honan  Snider 
Kathleen  McDonald 

1926 

Mary  M.  Killiger  O’Sullivan 
Catherine  Muehlschuster  Fligg 

1927 

Catherine  Devers  Sullivan 
1929 

Frances  Harrington  Cotton 
Mary  Ryan  Craig 


1930 

Margaret  Borserine* 

Regina  Mullane 

1931 

Mary  McNamara  Switzer* 

1932 

Trenetta  Grogan 
Mary  Ruark  Meurer 
Virginia  Hogan  Murphy* 

1933 

Mary  McCallum  Connelly 
Clementine  Templin  Lovett 

1934 

Marian  Fry  Hughes* 

1935 

Rita  Dey  Fields* 

Jane  Dugan  Mayer 
Mary  Dusselier  Van  Keirsbilck 
Margaret  Franey  McMahon* 
Kathleen  Ryan  Bax 
Mary  Stanley  Ladd 

1936 

Clara  Aylward  Kerwin* 
Therese  Brunner  Sutton 
Louise  Gleeson  Modica* 
Nolande  Parker  Fulton 


1937 

Zetta  Cazzell  Russ 
Kathryn  Kent  Saeger* 
Margaret  Klecan  O’Connor 


1938 

Catherine  Aylward  Hayes* 
Dorothy  Sipp  Nestor 
Mary  West  Dyer 


1939 

Opal  Bouklakos  Hoffman 
Rosemary  Haward  Bain 
Mary  Laird  Keane 
Mary  Lynch  Schmidt* 
Eleanore  Sipp  Wilkes 


1940 


Mary  Arnold  Renwick 
Mary  Leona  Doyle  Soden* 
Mary  Jane  Eimer  Lynch 
Mary  Jane  Fitzgerald  Eldridge 
Betty  Koehler  Kopp 
Eulalia  Moser  Funk 


1942 

Teresa  Frass  Weber 
Lois  Romer  Poorman* 


1943 

Marjorie  Cordes  Vaughn 
Helen  Dierks  Neenan* 

Mary  Louise  Hornbeck  Murphy 
Peggy  O’Neill  Soden* 

1944 

Norita  Fennesy  Riehle 

Margaret  Fitzsimons  Muckenthaler 

Sylvia  Froeschl  Griffin 

JoAnn  Hickey  Vowells 

Mary  Lonergan  Ehli 

Nan  Murphy  Finucane* 

Mary  Waters  Tiehen 

1945 

Kathryn  Batliner  Dierks 
Betty  Faubion  Lee 
Nadine  Hof  man  Linville 
Elizabeth  Snediker  Carney 

1946 

Shirley  Faubion  Jochems 
Helen  Jane  Gray  Wald 
Patricia  Lester  Cox 

1947 

Carolyn  Bottema  Adrian 
Mary  E.  Hessel  Heiman* 

Kathleen  Karnes  Adams 
Pat  Mathews  Van  Buskirk* 

1948 

Katherine  Hodes  Ismert 
Mary  Lou  McConnell  Lillis 
Mary  Ann  Miller  Hense 


Ida  May  Nickel  Singer 
Jacqueline  Sedlock  Van  Buskirk 
Mary  Jane  Winfrey  Zerry* 

1949 

Betty  Bergin  Eyssell 
Betty  Kellerman  Gilker 
Virginia  Michaelis  Telecky 
Joan  Murphy  Miller 
Elizabeth  Norris 
Mary  O’Donnell  Shine* 

Mary  Schorfheide  Bolin* 

Mimi  Turpin  Fasenmyer* 

1950 

Maryan  Hake  Jones 
Mary  Immenschuh  Heller11 
Elizabeth  Hodes  Ismert 
Alsacia  Izurieta 
Barbara  Joyce 
Elizabeth  Male  Dugan 
Jane  Mclnemy  Cummings 
Marjorie  Nash  Shine 
Joan  Nikolai  Kilian* 

Joan  O’Donnell 
Margaret  Roady  Lin 

1951 

Patricia  Jordan  Curtis 
Dorothy  Easterday  Lovett 
Dorothy  Junker  Hymer 
Dorothy  Landreth  Wiggins 
Helen  Maloney 
Florence  McGregor 

1952 

Dorothy  Brandt  Marra 
Jeannette  Harrington  Callahan 
Patricia  Hogan  Mendenhall 
Ann  Tomlinson  Kozikowski 
Rita  Treadwell  Johnson 


Bernice  Sulzman  Hayes 
Mary  Watson  Huppe 

1953 

Patricia  Collins  Whittaker 
Helen  Fitzsimons  Jaeger 
Kathleen  Flaherty  Koehler 
Harryette  Kennaley  Loschke 
Gloria  Manino  Hoedl 
Barbara  Reitz  Schweiger 
Ann  Smith  Fritzlen* 

Betty  Sullivan  Higgins 
Charlene  Taylor  Smith 
Mary  Turner  Elbert 

1954 

Emily  Bello  Kam 
Norine  Beuder  O’Brien 
Dorothy  Clark  Williams 
Jeanne  Collins  Thompson* 
Mary  Anne  Gripka  Flucke 
Kay  Harkins  Gangel 
Beverly  Meller  Cherrito 
Madelon  Perreault* 

Dorothy  Wade 


OTHER  GIFTS 

Business  Men’s  Assurance  Company 
(Matching  gift  of  Geraldine 
Sulzer  ’55) 

Clinical  Laboratory  Supply  Company 
(Matching  gift  of  Dorothy 
Whitfield  ’55) 

Mr.  R.  A.  Miller,  father  of  Mary 
Ann  Miller  Hense  ’48 
* Indicates  those  who  have  contributed 
each  year  since  the  inception  of  the 
alumnae  fund  or  since  their  graduation. 


1955 

Molle  Gene  Demarais  Stueve 
Patricia  Downer  Bishop* 

Ann  Morris  Meyers 
Mary  Jo  Musick  Podrebarac* 
Rose  Mary  Schultz  Hughes 
Geraldine  Sulzer 
Suzanne  Warden  Ward 
Dorothy  Whitfield 


1956 

Valorie  Brice 
Marjorie  Hogan  Thiel 
Rita  McGrann  Boyle 


1957 

Aileen  Conlan  Steffen* 
Marilyn  Lonergan  Greene 
Mary  Agnes  Medill  Kitchin 
Sallie  Rielley  Frye 


1958 

Mary  Jo  Bowman 
Marianne  Geier  Souders 
Barbara  Hefler  Stewart 
Marianne  Jacobs  Hogan 
Mary  Lancaster 
Mary  Ellen  O’Hern  Meiners* 
Joanne  Parrott 
Hazel  Capps  Wilson 


1959 

Marilyn  Bequette  Ryan 
Karen  Bock  Osborne 
Norma  Gunn  Szumigala 
Marilyn  Hentges  Hodes 
Mary  Ellen  O’Keefe 
Jewell  Wilson  Herrick* 


1960 

Mary  Ann  Aylward  Henn 
Judith  Gibbons 
AUce  Gorsage 
Sandra  Janousek  Fee* 

Ann  Lancaster  McShane 
Thelma  Preston  O’Hern 
Margaret  Reinhart  Stimeling 
Mary  Shine  Tarwater 
Frances  Spruill  Anderson 
Judith  Stephenson  Scanlon 
Barbara  Struemph  Henze 
Barbara  Wiesner  Frizell 
Margaret  Williams* 

1961 

Anita  Alvarez* 

Monica  Chung 

Rita  Davison 

Ursula  Gastreich 

Linda  Grace 

Linda  Layne  Darrah 

Mary  McLarney  Hallett* 

Gladys  Needels 

Muriel  Negravol  Pemberton 

Patricia  Phelps* 

1962 

Marieann  Altman  Koehler 
Mary  Bax  Metz 
Carol  Jean  Carter  Ryan* 
Margaret  Fuchs  Dowd 
Mary  Glenn  Gromowsky* 
Jeanne  Hastings* 

Ethel  Hamilton  Kenerson* 
Judith  Pierce  Hall 
Alyce  Soptick 
Margaret  Sullivan  Basgall 
Mary  Lanora  Wholey  Hughes 

1963 


JoAnne  Craig 
Loree  Dallam  Breed 
Suzy  B.  Morris* 

Rosanel  Gulotta 
Karen  Mahoney 
Carolyn  Doyle  Markey* 
Marilyn  Sterk  Nastav* 
Mildred  Turner* 

1964 

Regina  Bartman* 

Graciela  Baida  Portuguez* 
Marie  DeGraeve  Justice* 
Rosemary  Engel  Fahlstrom* 


Jesdon  Haake  McCowen* 
Kathryn  McIntyre* 
Virginia  Nelson* 

Mary  Ann  Shirley* 
Patricia  Van  Compemolle* 

1965 

Alice  Brekke  Kampsen 
Sandra  Edelman 
Gertrude  Leavey 
Joanne  Lynch 
Marlene  Manley  Huse 
Sandra  Mayer 
Julie  Shepherd 
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penses  of  the  college  during  the  present  fiscal  year 
total  $425,510;  only  about  50%  of  this  figure  is  met 
through  educational  revenue  ($242,800).  As  alumnae, 
we  share  in  the  challenge  this  represents — a challenge 
not  just  to  sustain  but  to  advance  Kansas  City’s  only 
college  for  women.  We  share  in  the  reality  of  the  pres- 
ent four-building  campus  and  43-member  faculty,  and 
we  share  in  the  vision  of  an  eleven-building  campus 
and  a faculty  of  65  members  continuing  to  provide 
the  finest  possible  Christian  education  to  600  young 
women. 

There  is  much  work  for  the  Alumnae  Association. 
Financial  support  is  our  way  of  meeting  the  fiscal 
challenge  to  Avila,  and  of  demonstrating  to  the  busi- 
ness community  that  we  stand  behind  Avila  and  its 
goals.  But  this  is  just  part  of  our  work.  As  Avila 
enters  its  Golden  Jubilee  Year,  we  are  asked  to  share 
in  the  challenge  by  pledging  increased  participation 
in  alumnae  and  college  affairs,  by  joining  our  sister 
alumnae  in  recommending  potential  students  to  the 
Admissions  Committee,  and  by  learning  more  about 
our  college. 

Together,  we  can  make  Avila’s  fiftieth  anniversary 
year  its  most  successful. 


Lillian  Bloch 


